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UNCLASSIFIED 

PAGE 01 ATHENS 04889 I3I5I3Z 
ACTION SY-05 

INFO OCT-OI EUR-I2 ISO-00 FBOE-00 A-OI /0I9W 

041269 I40I09Z/73 

R 13I327Z JUN 78 
FM AMEMBASSY ATHENS 
TO USICA WASHDC 
INFO SECSTATE WASHDC 6242 

UNCLAS ATHENS 4889 

USICA FOR lOS 

STATE FOR A/SY/FO 

E.O. 1I652N/A 
TAGS ASEC 

SUBJECT: EMBASSY ANNEX RENOVATION 

REE: ATHENS 3931 


Message Text 


1. TSO ATHENS ADVISES THAT CCTV SONY CAMERAS/MONITORS, 

AND MAINTENANCE, ARE AVAILABLE IN ATHENS FOR INSTALLATION IF 
NEEDED AT FUTURE DATE. 


2. IN VIEW OF ABOVE, IT IS EXPECTED THAT USICA SECURITY 
WASHINGTON WOULD EUND AT THAT TIME. 


3. THEREEORE, IT IS RECOMMENDED THAT A/SY CONSIDER FUNDING 
OF CONDUITS MENTIONED IN REFTEL ABOVE. 

MCCLOSKEY 


UNCLASSIFIED 
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